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MINISTRY OF DEFENCE 

New Delhi, the 29 h September, 1984 

S.R.O. 87(E).—In exercise of the powers conferred 
by subsection (l) of section 14 of the Cantonments 
Act, 1924 (2 of 1924) the Central Government, being 


satisfied that for the administration of the Canton¬ 
ment, it is desirable to \kry the constitution of the 
Cantonment Board, Clement Town, makes a declat- 
ration to that effect and furher directs that the consti¬ 
tution of the said Board shall stand varied for a 
period of six months with effect from the 29th Sep¬ 
tember, 1984 or till a Board is constituted under 
section 13 of the said Act, whichever is earlier. 

[F. No. 29|2]C|L&C|75|5904-C|D(Q&C)] 
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New Delhi, the 29th September, 1984 

S.R.O. 88(E).—In pursuance of sub-section (3) of 
section 14 of the Cantonments Act, 1924 (2 of 1924), 
read with the notification of the Government of India 
in the Ministry of Defence No. S.R.O. 87-E dated 
the 29th September 1984, published in the Govern¬ 


ment of India, Extraordinary Gazette, Part II Sec¬ 
tion 4 dated the 29th September 1984, the Cenral 
Govemmcn hereby notifies that the following two 
persons have been nominated to be the members of 
the Cantonment Board, Clement Town with effect 
from 29th September 1984 :— 

1. Maj. J. Dixit—nominated under clause (b) of 

sub-section (2) of section 14. 

J 

2. Shri Ghan Shyam—nominated unde* clause 

(c) of sub-section (2) of section 14. 

[F. No. 29[2jC!L&C|75|5904-C| D(Q&C)] 
K. SR1N1VASAN, it. Secy. 


I’RINTED BY THE MANAGER, GOVT. OP INDIA PRESS, RING ROAD, NEW DELHI-110064 
AND PUBLISHED BY THE CONTROLLER OF PUBLICATIONS, DELHI-110054, 1984 




